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ensuring thereby thorough mixing of the fresh water, which is added
from time to time to replace that removed for the decomposition of the
carbide, with the water already in the tank. Thus the impurities
acquired by the water from the washing of the gas do not accumulate
in it to such an extent as to render it necessary to run off the whole of
the water and refill, except at long intervals. A purifier, ordinarily
charged with puratylene, is inserted in many cases after the main cock A*.

